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rods from J to ij in. in diameter, according to the size of the tank, with threaded ends passing through wrought iron lugs and tightened by hexagonal nuts. When the tanks are of large diameter these hoops are made in sections. The outside of the tanks can be painted in lead paint.
The bottoms of the vats rest on wooden beams 6 by 9 in., placed 18 in. apart.    These beams are placed across the stone
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foundation, and rest in their turn on planks ij- by n in. The planks are put between the stone foundation and the beams to merely ensure a perfectly level surface.
The construction of these vats should not be entrusted to the hands of any other workmen than experienced coopers.
It is obvious that tanks holding such enormous weights should rest on good foundations, and in every case whereture of the pulp can hardly be estimated.
